Member ID 4024981159 


Community Bank & Trust 

Omaha, NE 


09/16/2017 

Pre-Qualrfied LOC: $58,235 
Current LOC Rate: 3.80% 
Account#: 4024981159 


Dear Business Owner, 

An unsecured business line of credit is designed to help you bridge the gap between payables and 
receivables, temporarily fund fluctuating payroll or purchase seasonal inventory. Unlike a credit card, an 
unsecured LOC provides cash flow for longer-term financing in larger amounts with low interest rates. 

Your line of credit will be there when you need It, and you won't pay anything until you withdraw 
funds! 

• Credit lines from $25,000 - $350,(300 

• No collateral required 

«> Transfer funds directly from Online Banking to your checking account 
® No annual f ees 

® Your pre-qualified rate above must be locked in within the next 5 days 

For a Free quote; please fill out the form below and fax back to: (954) 323-1216 


Company Name: 


Contact Name: 


Company Phone: Best Time to Call: 

Cell Phone: Type Business: 

Email Address: 

Loan Request Amount: $ Monthly Bank Deposits: $ 


X This letter is to follow up with members who are in our network program. 
To unsubscribe, please visit 'www.pleaseunsubscribe.com 


